190     DOCKETED ITEMS

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status. Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York. Inc. 101pp. 53753:001-
53753:103.

9005160049 Forwards Insp Rept 50-400/90-06 on 900317-0420 & notice of violation.
VERRELLI.D.M. Region 2, Ofc of the Director, 90/05/04. EURY.L.W. Carolina Power
& Light Co. 2pp. 53865:098-53865:114.

-9005160053 Notice of violation from insp on 900317-0420.Violations noted:RCS isola-
tion valve actuated w/o leakage verification, & Valve 1SP-916 declared operable w/o
post-maint leak test being conducted.
VERRELLI.D.M. Region 2, Ofc of the Director. 90/05/04. 2pp. 53865:100-53865:101.

-9005160059 Insp Report 50-400/90-06 on 900317-0420.Violations noted. Major areas
inspected:plant operations.radiological controls.fire protection.surveillance & maint ob-
servation, LERs,review of nonconformance rept & followup of event.
TEDROW.J., SHANNON.M., DANCE.H. Region 2, Ofc of the Director. 90/05/04.
13pp. 53865:102-53865:114.

9005170210 Advises that emergency operating procedure insp scheduled on 900709-
20.

REYES.LA. Region 2, Ofc of the Director. 90/05/04. EURY.LW. Carolina Power &
Light Co. 2pp. 53855:160-53855:161.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220203 Forwards Requalification Retake Exam Rept 50-400/OL-90-02 adminis-
tered on 90041/.Further dialogue on exam development techniques necessary prior
to next exam.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/10. EURY.LW. Carolina Power &
Light Co. 2pp. 53879:309-53879:314.

-9005220205 Requalification Retake Exam Rept 50-400/OL-90-02 administered on
900417-1 S.Exam results:both senior reactor operators & reactor operator passed sim-
ulator retake exams.

BALDWIN.R.S., CASTO.C.A. Region 2, Ofc of the Director. 90/04/30. 4pp.
53879:311-53879:314.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005040016 "Annual Environ (Nonradiological) Operating Rept for 1989." W/900430 Itr.
SHEARIN.R.L, RICHEY.R.B. Carolina Power & Light Co. 89/12/31. 6pp. 53737:342-
53737:347.

9005010093 Forwards "Radiological Environ Operating Rept,1989," "Radiological Envi-
ron Operating Rept.Vol ll,Jan-June 1989, Sample Analyses Data" & "Radiological En-
viron Operating ReptVol lll,Jul-Dec 1989,Sample Analyses Data."
RICHEY.R.B. Carolina Power & Light Co. 90/04/26. Document Control Branch (Docu-
ment Control Desk). 1p. 53668:003-53669:046.

-9005010099 "Radiological Environ Operating Rept,1989."
SHEARIN.R.L Carolina Power & Light Co. 89/12/31. 68pp. 53668:005-53668:072.

-9005010102 "Radiological Environ Operating Rept,Vol ll.Jan-June 1989, Sample Anal-
yses Data."

*  Carolina Power & Light Co. 89/06/30. 184pp. 53668:073-53668:256.

-9005010104 "Radiological Environ Operating Rept,Vol lll,Jul-Dec 1989, Sample Analy-
ses Data."

*  Carolina Power & Light Co. 89/12/31. 150pp. 53668:257-53669:046.

9005160036 Monthly operating rept for Apr 1990 for Harris Unit 1.W/ 900510 Itr.
HALE.M., RICHEY.R.B. Carolina Power & Light Co. 90/04/30.  8pp.  53853:321-
53853:328.

S. Reportable occurrences, LERs & related correspondence

9005020113 LER 90-007-00:on 900321 .waste gas decay tanks noble gases
miscalculated.Caused by inaccurate interpretation of term in Tech Spec.Procedure re-
vised to incorporate approximate Xe-133 dose equivalency weighting factors.W/
900420 Itr.                                                                                                 a

SCHWABENBAUER, RICHEY.R.B. Carolina Power & Light Co. 90/04/20. 5pp.
53663:319-53663:323.

9005010167 LER 90-008-00:on 900314,discrepancy in amperage rating of circuit break-
er   providing   overcurrent   protection   for   containment   penetration   conductor
discovered.Caused by use of oversized breaker.Breaker upsized.W/900426 Itr.
HOWE.A., RICHEY.R.B. Carolina Power & Light Co. 90/04/26.  5pp.  53663-249-
53663:253.

9005010341 LER 90-009-00:on 900324,containment sump leak rate sys declared inop-
erable due to frequent invalid alarms & manual logging commenoed.Caused by proce-
dural weakness.Surveillance test re RCS leakage evaluation revised.W/900427 Itr.
SCHWABENBAUER,  RICHEY.R.B. Carolina Power &   Light Co.  90/04/27.  2pp.
53663:275-53663:276.                                                                                                KK

9005150305 PNO-ll-90-022:on 900427,two technicians injured while performing voltage
measurements on electrical distribution sys which provide power to facility security
sys Individuals dispatched by ambulance to hosp for treatment & observation.
VERRELLI.D. Region 2, Ofc of the Director. 90/04/27. 1p. 53826:308-53826:308.

9005100230 LER 90-011-00:on 900405,Tech Spec violation occurred due to missed
tests on valve Caused by procedural deficiencies. Procedures revised & plant person-
nel trained.W/900507 Itr.

SCHWABENBAUER,  RICHEY.R.B.  Carolina   Power   &  Light  Co.  90/05/07.   5pp.
53767:067-53767:071.

9005100242 LER 90-010-00:on 900405,administrative control of reactor auxiliary bldg
emergency exhaust sys pressure boundary not implemented.Caused by lack of admin-
istrative controls for doors & hatches.Controls implemented on 900221 .W/900507 Itr.
HOWE A RICHEY.R.B. Carolina Power & Light Co. 90/05/07. 6pp. 53767:076-
53767:081.

V. Operator Examinations

9005220203 Forwards Requalification Retake Exam Rept 50-400/OL-90-02 adminis-
tered on 900417.Further dialogue on exam development techniques necessary prior
to next exam.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/10. EURY.LW. Carolina Power &
Light Co. 2pp. 53879:309-53879:314.

-9005220205 Requalification Retake Exam Rept 50-400/OL-90-02 administered on
900417-1 S.Exam resultsiboth senior reactor operators & reactor operator passed sim-
ulator retake exams.

BALDWIN.R.S.,   CASTO.C.A.   Region   2,   Ofc   of   the   Director.   90/04/30.   4pp.
53879:311-53879:314.
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P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277,

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products," Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc fist encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103..C. Washington
